
Grand Glaize Bridge , Lake oi the Ozarks 










LAKE OZARK, MO, 


GRAND GLAIZE BRIDGE 
Erected across Grand Glaize River arm of 
the lake to take care of inundated highways. 
On U. S. Highway 54 about 10 miles from the 
Bagnell Dam. Bridge is of steel and concrete 
and more than 100 feet above bed of the 
stream, and about 2,000 feet in length. 
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